Technical Specifications 


Model SR1280AP 

PL476AA 

Processor & SpeGd 
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LGA775 

Chipset 

Intel® 91 5P 

Motherboard 

Puffer-UL8E (PTGD1-LA) 

RAM 

51 2/3200 MB 400 DDR SDRAM (2x256) 
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3 GB 
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Hord Drive 

1 20 GB (7200 RPM) SATA 

Onticcii Drive - 1 

CD-RW Drive- 48x-Write / '?2X-Re-write/CD-ROM <;oppd 


=48x max. 


1 10ms 

TrnncTpr RnfpQ 

6 OMB/sec 

Onticrii Drivp - O 

DVD-ROM Drivp- DVD (lAx max 1 / CD-ROM f48x mox \ 


DVD -1 1 ^mi; / CD-ROM -PSm'; 

Trnn^TPr Rrifp 

DVD - 21 6/sec / CD-ROM - 7 2MB/sec 

DiclcAtte DrivA 


9 in 1 Card Reader 

Comoart Flnqh l/ll Mpmorv Stirk/PRO MMC/SD Smart 


Medio, xD, Microdrive 

Video Graphics 

PCI Express 1 6x Graphics Card 

Controller 

ATI RV370E 

Video Memory 

128 MB DDR, not upgradeable 

Video Connectors 

Composite & S-Video - PAL 

Network Card 

10/100 Basel, Integrated 

Ufirelecc Lan 
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809 1 1 b/a PCI Wireless 

1 39d Card 

IEEE- 1394 
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Realtek ALC880 
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Chassis 

Palisades 300B HV PSU 

USB Int^rfnfp Snpf ification 
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USB 2.0 

External I/O Rear Connectors 

4= USB, 1 = 1394, Parallel, 7.1 Audio, S/PDIF In & Out 

Exiernui 1/ w rroni v^onnecrors 

2= USB, 1 — 1394, Line-In, Microphone, Headphone, 9 in 


1 Card Reader vz/USB 

Expansion Slots (Total) 

3= PCI, 1=PCI Express 

Expansion Slots (FREE) 

2= PCI 

Drive Bays (Total) 

Tv^o 5.25" external. One 3.5" internal 

Drive Bays (FREE) 

None 

Keyboard/Mouse 

One-touch Enhanced Keyboard, PS/2 Optical scrolling 


mouse 
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